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25X1 The following information on the WARSAW-POWAZKI fuel dspot 
was obtained: 


|__| ‘. boeation: See attached sketch (generally confirmed by 
 gimnilar™”sketches of three other sources) . 


2. Bunkers and fuel tanks; 


a. Ten abovezround fuel containers, sroups of two being 
camouflased as a dwelling house with white walls, black 


a) 


windows, and a roof of camouflage nettines (éonfirmed by 


tuo other sourgephiti i VA" ‘ ae * 
7 25X1 
Vocumen Oe 
‘ob > NO CHANGE in 
Director of ¢ or 1878 from the 
| Archivist of ee Intelligence DECLASSIFIED 
Next Review p lass. CHANGED TQ 
ate: 
. = a [ fi 
: 8/11: CIA PRERR OO  FEhEra Ag we 
Date: B 


ty 


25X1 


25X1 


25X1 
25X1 


25X11 


Se liga cas ea — 
CONFIDENTIAL | 


(1) stinated divensions: Eteht fuel contaliers, each 16 
feet hich anc &5 feet in Giameter. two fuel containers, each 
£5 feet hi h ond 83 feet in diameter (confirnod by another 
source) 


(2; wive "awellins hovses" were surrounded by a 7-Loot 
ewbaniuent. . . 


b. Lleven seml-unécr round conerete bunkers ¢ 


Accordin: to one source, three conerete bunkers (anch about 


‘15 x 20 x BO fect; walls, founcations and tops avout 3 feet 


thick, were co.pleted by July 1947. One bunker sheltered 
four fuel containers, each 11 x 15 x 1% feat (10 x 10 x 20 
feat, accordin: to another sources) ; 


whe civensions of the conerete bunkers wove conflirucd by 
another source. 


there was a casoline meter at the entrance of the bunkera. 


af ueasured up to 15,500 ‘allons. 


Hoidine capacity and refiliine of fuel ccntainers: The. capae 
boag bar eceaamroventepcatempeumnr nar meson sapeeeneeter bones nen “ Demand ax 

city was estimatec at G, 500 to 4,000 cubic aebers. Lovever, 
Polas statec 5,000 cubic msters, Hatlroaé tank cers were 


moved to the standpipes and emptied into tee fue. containers 


throu"k under -round pipints. All conteiners were Alles with 
gasoline =. (confiriec by three other sources « All 
containers wer LLlled to capuctty in rebruary 1949, 


, installation: ihe pond with ec 
vec Pireefl -htin- curposes, 


Harracks buildin: <A uultiple-storiec buildin:, which was 

uroceupied In re@bruary 1649, ieG by tro ivolish 
construction battaltens 
Polish sray soldiess weré on “us 


ra cuty at the asin rate. 

Canouflasze: ‘the above--round fuel containers were surrounded 
y trees. (According to another source _ there wers 

mneny Lullesrown trees which intensified the eamourla se affect. 
(Vile was confirriec by still another source, 


Construction work: ihe Duel Genot was constructed Gurin - 

the w riod of ovservaticon. Soviet officers were in. char ra 

of the construction work. Polish officers were also obscrvad, 
sermon PWs and Polish civilian workers were employed inte 
construction work. The latter (fron 19U9 to 1922 classes 
were aasl mec to thylst Labor Bn 
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Co.ament : 


a, the WAFSAN-POWALKI fuel denot wea reoorted for the first 
time. The report is 25X11 
cons iderec cre re. 


®. the Iinforsation ont ie holdin - iu of 3,500 to 4,990 
cuble meters [ is consi- 
ceredc correct PPOVAGGC We ONLY G.ef the 1l scheduleé tune 
vers were completed oe PEA 
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Ce Upon the completion of 11 fuel bun 
Upon the 1 : Miers a total capa- 
city ol 5,000 to 6,0U0 cubic zeters can be assumec. mm 


Gd. The above fuel depot is eo ate é 
. ’ Sa larve storame Genét whic 
prokably belonvedé to tue volish ADWY . = oe oe 


iiannex: vuel vepot in WancélePonwaZl. | 
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